MONUMENT RECORD 


State of Indiana - County of Monroe 

Section: 10 Township: 9 North Range: 1 East Corner ID: Ben So 0-OS 

Monument Description & Remarks: Found Iron Pipe set in round concrete base (12" diameter) at South 1/4 
comer of section. Iron pipe measured 0.38' x 3/4" x 3/4" out of ground and was marked with orange and blue 
and white flagging. Forest recently logged to the south. 



I, Kevin P. Enright, Monroe County Surveyor, herebv certify that this document was prepared under my 
direction in accordance with the provisions of Section 36-2-l^xM'k9f tto^ndiana Code; and the above data is 
given undeiymy hand and seal^ hik^Ch hjtffly of April, 1997.y^,V v ?. • - ■ ■ ■ 
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